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UNITED STATES ENVIRONMENTAL PROTECTION AGENCY 
WASHINGTON. D.C. 20460 



STATINTL 


') 

jL* 


OCT 1974 


OFFICE OF 

RESEARCH AND DEVELOPMENT 


Mr. V. A. Arri keyev 
Glavnyi Inzhener 
Glavnoye Upravleni.ye Po 
Razrabotke I Proizuodstvu 
Gazoochi stnogo 1 Pyleulavlivayushchego 
Oboruciovaniya 

Savvinskaya Naberezhnaya 3 
Moscow G-121 USSR 


Dear Mr. An i keyev: 

in accordance with the Protocol of the 2nd Meeting of Stationary 
Source Air Pollution Control Technology Working Group, we are sending 
you the following: " ‘ “ 


In satisfaction of Project A-4, enclosed is the promised, more 
detailed description of the plants proposed for testing of collection 
equipment efficiency. In satisfaction of Project B-8 is the report 
entitled, “Status of Development of Methods for Controlling N0 X Emissions." 


We would appreciate an acknowledgement of receipt of this material 
so that we may know if it has arrived in good condition. 
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INFORMATION IN ACCORDANCE WITH PROJECT A-8, TASK-1 OF 
2nd MEETING OF THE US/USSR WORKING GROUP 
ON STATIONARY SOURCE AIR POLLUTION CONTROL TECHNOLOGY 
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